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WELCOME TO THE (r) 


Oak Grove Station, being dedicated today, was opened for 
revenue service last Saturday at 5:20 a.m. when the first train left 
for downtown Boston, about 15 minutes away. This morning, the 
station got its initiation as acommuter station serving the communi- 
ties in the Northern Corridor. 


Thanks to Malden Mayor James Conway and Melrose Mayor James 
Milano for their cooperation and leadership on the Oak Grove Station 
Impact Study, the @® is carrying out several of the study’s recommen- 
dations that improve the operation of the station and respond to the 
needs of the communities. For example, the Cis experimenting 
with the hours at the parking lot. Built to accommodate 500 cars, the 
lot has been divided one-half for commuters’ use and the other half, 
starting after 9:30 a.m., for non-commuters to encourage ridership 
in the off-peak hours. 


Oak Grove is the sixth and last station on the new northern end of 
the Orange Line, a $176 million federaliy-aided project that, as an 
energy-saver and non-polluter, contributes towards solutions to two 
major public issues. 


To those of you who arrived here today aboard an Orange Line 
train and to those of you who will be riding for the first time from 
Oak Grove Station, ‘‘Welcome!”’ 


Robert R. Kiley 
Chairman 


March 21, 1977 
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On to Oak Grove, a section of Malden, near the Melrose city line. 





Oak Grove Station site at Winter Street grade crossing as it looked in» 
June 1974. 








HAYMARKET-NORTH EXTENSION 
OF THE ORANGE LINE 


The Haymarket-North Extension of the Orange Line from Haymarket 
Station, Boston to Oak Grove Station, Malden, at the Melrose boundary, 
is a $176 million federally-aided rapid transit line being used to date by 
more than 40,000 passengers daily. 


The first section of the line, about 10,500 feet in length, is a relocation 
of the Orange Line from the now-demolished elevated structure in 
Charlestown and Everett to a new alignment from Haymarket Station 
through a new 4,250-foot Charles River tunnel to Charlestown and the 
Boston and Maine Railroad’s Reading Line right-of-way, now owned by 
the MBTA. This segment of the line has one subway station and two 
surface stations, North Station, Community College Station and 
Sullivan Square Station, all opened for revenue service on April 7, 1975. 


The second section to Wellington Station, Medford, a distance of 
about 6,100 feet, includes the 965-foot long, high level Edward Dana 
Bridge that carries Orange Line and Boston and Maine trains across 
the Mystic River. The Orange Line’s New Maintenance and Repair 
Facility is located at the Wellington Complex and was dedicated 
July 15, 1975. Wellington Station was opened for revenue service 
on September 6, 1975. 


From Wellington Station, the line goes to Malden Center Station, 
a distance of about 9,200 feet. The station was dedicated on October 23 , 
1975, and opened for revenue service on December 27, 1975. 


The opening of Oak Grove Station, Malden, about .8 of a mile north 
of Malden Center, was originally scheduled for late 1976, but was post- 
poned a few months pending completion of a study of the impact of the 
station on the area’s traffic and land use. 
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OAK GROVE STATION 


Oak Grove Station is an adaptation of the award-winning ‘ 
design of the Red Line’s North Quincy Station. 


Oak Grove is located immediately north of a new highway 
bridge that was built to eliminate the railroad grade crossing at i 
Winter Street, about 800 feet west of Main Street. 


A new road connecting Banks Place, Melrose, with a recon- a 


structed Winter Street provides bus and automobile access to the 
east side of the station. Automobiles also have access to the 
station from Washington Street on the west side. 


Kiss-and-ride areas are provided for about 30 cars on the new 
roadway and for about 40 cars on the Washington Street side of 
the station. 


A 500-car parking lot is located on the new roadway connecting 
Banks Place with Winter Street. As an experiment, about half of the 
lot is reserved for commuter parking and the remaining half is 
available after 9:30 a.m. for parking by transit riders in off-peak 
hours. 


From the station entrance, skylighted stairs and escalators carry 
passengers to the mezzanine fare collection area and to the upper 
level station platforms. 


Windbreaks and shelters are located on the station platforms 
and an enclosed waiting area is located on the busway. 


Oak Grove is the first new station with an elevator for the use | 
of handicapped persons when new elevators planned or under 
contract at several stations being modernized are installed. (At 
Malden Center Station provisions were made during construction 
for the installation of an elevator in the future.) 


Vandal-proof glass was extensively used to provide natural 
lighting to supplement the artificial lighting fixtures. 


The station, busway, parking lot and access road are attractively 
landscaped so that the Cr) will be a good neighbor. 
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Detour track is installed to permit Boston & Maine commuter trains 
to operate through Oak Grove during the construction period. 
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Excavation continued in January 1975 at the station site even though 


snow covers the ground. 



































North Station 





Sullivan Square Station 














Malden Center Station 


Oak Grove Station 
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Precast concrete T beam is lifted into place for the west platform. 


oa 
in 


ae om om 


Forms are readied for girders for the canopy on the east side of the 


station. Bus canopy and platform are under construction. 

















Winter Street highway bridge replaces the grade crossing. 














Inbound platform - ready for service 





SOURCE OF FUNDS 


for 


HAYMARKET—NORTH EXTENSION 


of the 
ORANGE LINE 





CONSTRUCTION DIRECTORATE 


Warren J. Higgins, Director 


U.S. DEPARTMENT OF TRANSPORTATION $ 80,210,000 Sea aye evn ened Bednar eens Uee 
MBTA BOND ISSUE 84,517,000 | Francis M. Keville, Project Manager 
| ; . : 
BOSTON REDEVELOPMENT AUTHORITY 12,000,000 , V. Peter Tsarides, Assistant Project Manager 
4 


TOTAL 


GENERAL CONTRACTORS 


VAPPI & CO., INC. 


MIKE MACK RAILROAD 
BUILDERS CORP. 


M. SOLIMANDO, INC. 


$176,727,000 


Site and utilities work and 


construction of station, busway 


and parking lot 


Track work 


Direct current substation 


Roger F. Blackley 
Edward H. Blanchard 
Laurence T. Broderick 
Vincent A. Bucci 

John W. Callanan 
James J. Cotter 

James B. Cox 

William T. Donovan 
James J. Dyer 

Mary T. Evans 


Ralph W. Hill 
Walter J. Hope 
Patrick J. Joyce 
Wallace E. Keefe 
John F. Kiersey 
James F. Martin 
Robert E. McCarron 
James F. McFee 
William A. McNall 
Stephen J. Murdock 


Martin J. Murray 
Melvin Naseck 
Thomas M. Nee 

Paul O’Connell 
Raymond A. O’Toole 
Joseph Robicheau 
William Sherlock 
George H. Smith, Jr. 
Thomas P. Snelders 
Richard J. Sullivan 





Willi Gill George W. Murphy Mario D. Ursino 
| LORD ELECTRIC COMPANY and Traction power and direct ee ‘ Robert F. Wheeler 
| MASSACHUSETTS ELECTRIC current substation equipment 

CONSTRUCTION COMPANY OAK GROVE STATION IMPACT STUDY 
WESTINGHOUSE AIR BRAKE Signals and communications Andrew C. Hyde, Project Manager 

COMPANY— Union Switch and 

Signals Division 
PERINI CORPORATION Winter Street bridge and 

access roads 
DESIGN ENGINEERS 
| MASSACHUSETTS 
COL. S.H. BINGHAM ASSOCIATES, INC. r BAY 
SERT, JACKSON & ASSOCIATES, INC. TRANSPORTATION 
H.W. MOORE ASSOCIATES, INC. AUTHORITY 


500 Arborway, Boston, Massachusetts 02130 
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